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D5LI = Red S7 and Black T5 = Control Marlboro 8S 
Cigarettes 

DSLJi = Red T5 and Black S7 = Experimental Marlboro 85 

Cigarettes With lOOV Natural Flavor Substitution 


The experimental Marlboro 85 cigarettes with 100* natural flavor 
substitution (D5LJ) were different from the control Marlboro 85 
cigarettes (D5LI) only in tar delivery. ; 


Experimental 
Marlboro 85 With 


( 



Control 

1001 Natural 


Marlboro 85 

Substituti 

IBM Code 

DSLI 

D5LJ 

Smoke 

Butt Length, mm 

28 

28 

FTC Tar, mg/cigt. 

18.1 

17.1 

Nicotine, mg/cigt. 

1.08 

1.04 

Puffs/cigt. 

8.6 

8«S 

Filtration Eff., 1 

49 

48 

Cigarette 



Total RTD, in. of H 2 O 

4.5 

4.5 

Static Burn. Time, min. 

7.6 

7.7 

Length, mm 

84.5 

84.5 

Circumference, mmi 

25.0 

2 5 • 0 

Paper 

Additive, type 

Cit. 

Cit. 

Porosity, sec. 

18 

19 

Filter 


* 

RTD, in. of HjO 

2.7 

2.7 

Length, mm 

21.0 

20.9 

Weight, gm 

0.14 

0.14 

Tipping paper length, mm 

25 

25 

Filler 

Total alkaloids, % 

1.48 

1.44 

Total reducing sugars, % 

7.1 

7.0 

. Wt* of tob . , gra 

0.775 

0.771 

^ Rod Density, gm/cG 

0.245 

0.244 
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